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First published at 00:57 UTC on May 16th, 2020. 
Brilliant: Polish nationalists fake a Nazi atrocity to undermine Jewish supremacy and white guilt. 


#WarsawConcentrationCamp #GasChambers #Polocaust #Holocaust #JewishReparations 
Links 


Haaretz: https://www.haaretz.com/israel-news/.premium.MAGAZINE-the-fake-nazi-death-camp-wikipedia-s- 
longest-hoax-exposed-1.7942233 
Archive: https://archive.vn/eqCuB 


Times of Israel: https://www.timesofisrael.com/wikipedia-page-on-fake-warsaw-concentration-camp-was-15- 
year-hoax-report/ 
Archive: https://archive.vn/AKc7r 


Marches: https://www.timesofisrael.com/polish-far-right-protests-protests-us-law-on-jewish-holocaust- 
restitution/ 
Archive: https://archive.vn/UMGdG 


Watch the podcast 


1/2 


Stream video: stream video 

Stream audio: stream audio 

Download video (mp4): direct download link 
Download audio (mp3): direct download link 
Bitchute link: watch video 


Please see Site Map if links don’t work. 


2/2 


